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follow this direction. No man upon the work is to be permitted to receive any orders whatsoever, except from those placed directly in authority over him.
Field inspection is much more important in the construction ol* reinforced concrete than in timber or steel construction, for in the latter only the connections are made in the Held and defects in them are easily seen, while in the former the entire structure is .rubricate*I in the field and defects are for the most part hidden.
Naturally the person most apt to be blamed for concrete failures is the contractor. He, it will be said, is the responsible party. With that view the author cannot wholly agree. The contractor should not. be absolved from blame, but the engineer and the architect, who do not know the dangers, must equally share the responsibility. It in their business to know the necessary precautions and to insist that a competent concrete engineer or experienced inspector bo put on tho job, there to stay until the work is completed. It is high time1 that those be adjudged incompetent who fail to insist upon such supervision.